122     DOCKETED ITEMS

9005220007 Forwards Tech Spec re 900419 amend request for one time extension of
diesel generator surveillance requirements.

LOFLIN.LI. Carolina Power & Light Co. 90/05/16, Document Control Branch (Docu-
ment Control Desk). 1p. 53878:319-53878:321.

-9005220008 Proposed Tech Specs re one time extension of surveillance requirement.
* Carolina Power & Light Co. 90/05/16. 2pp. 53878:320-53878:321.

Q. Inspection reports, IE Bulletins & correspondence

9004250098 Forwards Insp Repts 50-324/90-10 & 50-325/90-10 on 900305-09 & 15.No
violations or deviations noted.

COLLINS.D.M. Region 2, Ofc of the Director. 90/04/13. EURY.LW. Carolina Power &
Light Co. 3pp. 53598:253-53598:267.

-9004250100 Insp Repts 50-324/90-10 & 50-325/90-10 on 900305-09 & 15.No viola-
tions or deviations identified.Major areas inspected: radiological eff luents.plant chemis-
try & environ monitoring.

SEYMOUR.DA, CARRION.R.P., DECKER.T.R. Region 2, Ofc of the Director. 90/04/
13. 12pp. 53598:256-53598:267.

9004250187 Ack receipt of 900406 response re steps taken to correct violations noted
in Insp Repts 50-324/90-06 & 50-325/90-06.

COLLINS.D.M. Region 2, Ofc of the Director. 90/04/16. EURY.LW. Carolina Power &
Light Co. 2pp. 53598:336-53598:337.

9005020354 Forwards Insp Repts 50-324/90-11 & 50-325/90-11 on 900303-0401 .No
violations or deviations noted.

VERRELLI.D.M. Region 2, Ofc of the Director. 90/04/18. EURY.LW. Carolina Power
& Light Co. 3pp. 53674:141-53674:204.

-9005020356 Insp Repts 50-324/90-11 & 50-325/90-11 on 900303-0401 .No violations
noted.Major areas inspected:maint observation, surveillance observation,operational
safety verification, restart from refueling Unit 2 & onsite LER review.
RULAND.W.H.,   DANCE.H.C.   Region   2,   Ofc  of  the  Director.   90/04/17.   61pp.
53674:144-53674:204.

9004250115 Ack receipt of 900330 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-324/90-05 & 50-325/90-05.

JULIAN.C.A. Region 2, Ofc of the Director. 90/04/19. EURY.LW. Carolina Power &
Light Co. 2pp. 53600:190-53600:191.

9005020333 Forwards Insp Repts 50-324/90-15 & 50-325/90-15 on 900409-12.No vio-
lations or deviations noted.

JULIAN.CA Region 2, Ofc of the Director. 90/04/23. EURY.L.W. Carolina Power &
Light Co. 3pp. 53674:128-53674:140.

-9005020338 Insp Repts 50-324/90-15 & 50-325/90-15 on 900409-12.No violations
noted.Major areas inspected:post-refueling startup tests & operational effects of max
extended operating domain on Unit 2.

BURNETT.P.T.,  BELISLE.GA  Region  2,  Ofc of the  Director.  90/04/20.   10pp.
53674:131-53674:140.

9005010017 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel  Box  Bow."   Plant does  not  use  channel  boxes  for  second  bundle
lifetime.lssues raised in bulletin not currently concern for plant.
LOFLIN.LI. Carolina Power & Light Co. 90/04/24. Document Control Branch (Docu-
ment Control Desk). 1p. 53667:224-53667:224.

9005030056 Provides info re interpretation of bioassay measurements to assess intakes
of radioactive matl.

COLLINS.D.M. Region 2, Ofc of the Director. 90/04/24. EURY.LW. Carolina Power &
Light Co. 2pp. 53723:167-53723:172.

9005030141 Forwards Insp Repts 50-324/90-12 & 50-325/90-12 on 900319-23.NO vio-
lations or deviations noted.

JULIAN.CA Region 2, Ofc of the Director. 90/04/25. EURY.L.W. Carolina Power &
Light Co. 3pp. 53705:134-53705:143.

-9005030143 Insp Repts 50-324/90-12 & 50-325/90-12 on 900319-23.No violations or
deviations noted.Major areas inspected:fire protection/prevention & followup on sprin-
kler issue.

HARRIS.J.R., CONLON.T. Region 2, Ofc of the Director. 90/04/25. 7pp. 53705:137-
53705:143.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005040312 Forwards safety evaluation re acceptability of as-built alternate rod injection
& reactor trip sys power supply. Plant design satisfies Option 2 condition.lssue raised
during insp on alternate rod injection resolved.

LE.N.B. Project Directorate 11-1. 90/04/27. EURY.LW. Carolina Power & Light Co.
3pp. 53726:050-53726:054.

9004240313 NRC info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028. "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005170195 Forwards Insp Repts 50-324/90-16 & 50-325/90-16 on 900402-06.NO vio-
lations or deviations noted.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/02. EURY.LW. Carolina Power &
Light Co. 4pp. 53855:322-53855:333.

-9005170197 Insp Repts 50-324/90-16 & 50-325/90-16 on 900402-06.No violations or
deviations noted.Major areas inspected: followup of Diagnostic Evaluation Team find-
ings & licensee corrective actions delineated in integrated action plan.
SMITH.C.,  JAPE.F.   Region  2,   Ofc  of  the   Director.   90/05/02.  8pp.  53855:326-
53855:333.

9005030007 NRC Info Notice 90-032. "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005160028 Forwards Insp Repts 50-324/90-14 & 50-325/90-14 on 900402- 30 &
notice of violation.

VERRELLI.D.M. Region 2, Ofc of the Director. 90/05/07. EURY.LW. Carolina Power
& Light Co. 3pp. 53852:337-53852:355.

-9005160040 Insp Repts 50-324/90-14 & 50-325/90-14 on 900402-30. Violations
noted.Major areas inspectedmaint/surveillance observation,operational safety
verification.RHR pump 2C motor, 10CFR21,LER review & QA program implementation.
RULAND.W.H., DANCE.H.C. Region 2, Ofc of the Director. 90/05/07. 14pp.
53852:342-53852:355.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220208 Forwards Insp Repts 50-324/90-13 & 50-325/90-13 on 900402-06 & 23.No
violations or deviations noted.Licensee attention to resolution of exercise weaknesses
identified in Paragraphs 6 & 11 of insp rept requested.

COLLINS.D.M. Region 2, Ofc of the Director. 90/05/14. EURY.LW. Carolina Power &
Light Co. 3pp. 53901:067-53901:085.

-9005220211 Insp Repts 50-324/90-13 & 50-325/90-13 on 900402-02 & 23.No viola-
tions or deviations noted.Major areas inspected:annual emergency preparedness
exercisejncluding staffing & response of emergency organizations in control room.
SARTOR.W.M.,   RANKIN.W.H.   Region  2,   Ofc  of the  Director.  90/05/10.  16pp.
53901:070-53901:085.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005020051 "Radiological Environ Operating Rept 1989," Vols MIL W/900419 Itr.
SHEARIN.R.L, PADGETT,J.A., HARNESS.J.L Carolina Power & Light Co. 89/12/31.
319pp. 53682:062-53683:020.

9005110272 Monthly operating repts for Apr 1990 for Brunswick Steam Electric
Plant,Units 1 & 2.W/900507 Itr.

RUMPLE.R., HARNESS.J.L. Carolina Power & Light Co. 90/04/30. 21pp. 53812:327-
53812:347.

S. Reportable occurrences, LERs & related correspondence

9004260256 LER 90-004-00:on 900322,injector piping failed on chlorinator 5 due to im-
proper bonding of piping.Caused by sudden separation of chlorine assembly at junc-
tion of reducing bushing & flange adapter.W/900420 Itr.

LINK.W.D.. HARNESS.J.L. Carolina Power & Light Co. 90/04/20. 6pp. 53602:173-
53602:178.

9005010024 Forwards info re NPDES permit noncompliance reported to permit agency
for Feb,Apr,Jul & Dec 1989,per 830426 agreement.

LOFLIN.LI. Carolina Power & Light Co. 90/04/25. Document Control Branch (Docu-
ment Control Desk). 1p. 53669:318-53669:322.

-9005010046 NPDES noncompliance notifications 900208,pump failed when attempt
made to start fine rnesh screened pump 2C after preventive maintCaused by broken
4,150-volt circuit breaker.Pump replaced.

*  Carolina Power & Light Co. 90/04/25.1p. 53669:319-53669:319.

-9005010051 NPDES noncompliance notification:lab lost sample collected of sewage
treatment plant effluent for Dec 1989.

*  Carolina Power & Light Co. 90/04/25.1p. 53669:322-53669:322.

9005040011  LER 90-005-00:on  900330,Clearance F-2-90-F0096 placed on makeup
water  treatment   bldg   sprinkler  sys  w/o  meeting   requirements  of Tech Spec
3.7.7.2.Oversight caused by personnel error.Fire watch established.W/900427 Itr.
LINK.W.D,, HARNESS.J.L Carolina Power & Light Co. 90/04/27. 5pp. 53719:055-
53719:059.acilities re accident mgt strategies for consideration in individual plant
